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RESISTANCE VALUES ARE IN OHMS 


CAPACITANCE VALUES ARE IN MICROFARADS 
UNLESS OTHERWISE SPECIFIED 


MODEL NO. REVISION | PCB P/N 
MF J-805 “a | 861-0805 
RFI DETECTOR 
DATE PC BOARD 
MFJ ENTERPRISES, INC. 
26729701 M80S—! 300 INDUSTRIAL PARK RD 


DRAWN BY 
Pees al K. BUSH| STARKVILLE, MS 39759 


